ILCS5 
SHARP-CUTOFF: PENTODE 


GENERAL DATA 
Electrical: 
Filament, Coated: 


Direct Interelect rode Gapael ances o 
Grid No.1 to Plate. . 0.007 max. 


Pin 1-—Filament (+) 

Pin 2-Plate 

Pin 3-Grid No.2 

Pin 4-Grid No.3 

Pin 5—Filament (-), Shield 
internal Plug -Base 
Shield Shel | 


AMPLIFIER -Class Aq 


jaximum Ratings, Design-Center Values: 


PLATE VOLTAGE. . . s... 110 max. 
RID-No.2 (SCREEN) VOLTAGE 45 max. 


ypical Operation and Character istics: 


Pin 6-Grid No.1 

Pin 7 -No Connection 

Pin 8-Filament (-}, . 
Internal 


45 90 


rid-No.2 Voltage 
Grid-No.1 (Control—Grid) 
Supply Voltage . 
Min. Grid-No.1 Resistor 


‘0 

1 
1.5 
Ba 
1.15 
0.30 


OCTOBER 15, 1947 jue at DATA 


‘DEPARTMENT 
RADIO CORPORATION OF AMEMON, HARRISON; NEW JERSEY 


